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DISEASES OF THE NOSE, THROAT 


AND EAR: A Handbook for Students and 
Practitioners, ed 10, by I. Simson Hall, MD, 
and Bernard H. Colman, MD. Baltimore, 
The Williams & Wilkins Company, 1973. 
Price $11.75. 


Considering that this handbook is rela- 
tively small and concisely written, it cov- 
ers the field of otolaryngology in a sur- 
prisingly thorough and up-to-date man- 
ner. 


There is a twofold reason for this ex- 
cellence. The first represents a continued 
improvement and careful revision 
throughout ten successive editions of a 
successful text written by I. Simson 
Hall, MD, in 1937. The second involves 
the addition of the coauthor, Bernard H. 
Colman, MD, well-known for his thor- 
ough knowledge of the most current 
world’s literature and clinical and re- 
search information in the field of oto- 
laryngology. 

The text is well illustrated and there 
are good demonstrative reproductions. 
There are no references cited and the 
book is designed as a handbook for the 
medical student, resident in otolaryngol- 


ogy, otolaryngologist, or general prac- 
titioner, who wishes to have at hand a 
quick reference to almost any aspect of 
otolaryngology. It would seem that this 
text might have significant value also 
for the nursing student and the practic- 
ing nurse, both in the physician’s office 
and in the hospital. 


For anyone requiring this type of 
handbook, this represents one of the best 
available. 

Jack L. Putec, MD 


ADVANCES IN OTO-RHINO-LARYN- 
GOLOGY: Current Studies in Otoneurol- 
ogy, Vol XIX, edited by H. O. Barber, MD, 
and J. M. Fredrickson, MD. 376 pages. 
Basel, Switzerland, S. Karger, 1973. Price 
$47.75. 


This book is a well-edited and nicely 
printed partial list of papers presented 
at the Barany Society Meeting in Tor- 
onto, August, 1971. Some of the par- 
ticipants have preferred to publish their 
original work in journals. 


The Barany Society is an international 
group of experts primarily interested 
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